

BILL NO. S- 7 1-0 4- 

SPECIAL ORDINANCE NO. S- / l 9~ 7 / 

AN ORDINANCE approving Agreements with MICHAEL 
KINDER & SONS, INC., E. A. REIM PLUMBING & 

HEATING, INC., H. & W. ELECTRIC CO., INC., and 
HILLMAN 11 S EQUIPMENT, INC, in connection with 
the construction of the new Central Fire Station 
No . 1 . 

BE IT ORDAINED B Y THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That the following Agreements in connection 
with the construction of the new Central Fire Station No. 1, 
approved April 1, 1971 between the City of Fort Wayne, by and 
through its Mayor and the Board of Public Works and the following 
companies, to-wit: 

MICHAEL KINDER & SONS, INC., for 

General Construction, in the amount of ... $325,190.00 

E. A. REIM PLUMBING & HEATING, INC., 
for Plumbing, Heating, Ventilating and 


Air Conditioning, in the amount of $ 84,940.00 

H. & W. ELECTRIC CO., INC., for 

Electrical Work, in the amount of $ 51,315.00 

HILLMAN'S EQUIPMENT, INC., for 

Kitchen Equipment, in the amount of $ 6,802.00 


all as more particularly set out in said Agreements which are on 
file in the office of the Board of Public Works and are by 
reference incorporated herein and made part hereof, are hereby 
in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 




seconded by 



to the (Committee on)' 


and duly adopted, read the second time by title and referred 

( tmd to the Ci . ty Flr*n 


Xewmrirs^Ton- ~f ur-recomme nd at ion ) (and Public Hearing to beheld after due legal notice, 

-^at the Council Chambers, City Hall, Fort Wayne, Indiana, on . 

the day of 19 , at o'clock 


PiM. , E.O: J P r’ 

Date: / 3 7 / 


7 


Read the third time in full and on motion by 


seconded by 


/(l -*~- 


City Clerk 

A / 

and duly adopted, placed on its passage. 


Passed ( M)ST ) by the following vote: 
AYES ^ , NAYS n , 


ABSTAINED 


ABSENT 


to -wit: 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 




\S 


t r< - 




Date 









City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
( Fi nning M a p)(Cflna »ia 1 UJnnai MtjowhSpp.r.ifll ) ( A|i ]i ro[j l ia t l T m ) Ordinance u tl o a) No . S‘J 6 { -£JZ 






Mayor 


Bill No. S-71-0A-05 


REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We, your Committee on Public Works to whom was referred an Ordinance 

approving Agreements with MICHAEL KINDER & SONS. INC.. E, A. REIM PLUMBING & 

HEATING, _INC^.JI^&_JL ELECTRIC CO. , INC,, and HILLMAN'S EQUIPMENT. INC., in connection 

with the construction tgf the new Central Fire Station No. 1, 


CONCURRED IN 



have had said Ordinance under consideration and beg leave to report back to the Common 

Council that said Ordinance ^ PASS. 

JOHN NUCKOLS. CHAIRMAN 

CELIA - ANN FAY. Vice-Chairman 


JOHN H. ROBINSON 


WILLIAM K. GEAKE 


DATE -M===£L, 2l- . FUAD G. BONA! !QCM, CITY CLfRK 


